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SAIvIFORD  RURi.L  DISTRICT  CCIINCIL. 


ANMJAL  REPORT  OF  THE  IlCEDIC.^L  OFFICER  OF  HEALTH.,  1945 » 


Ladies  and  Gentlemen, 


I  beg  to  submit  the  Annual  Report  for 
the  year  ending  31st  Do  comber,  1945  in  the  form  required  by 
the  Ministry  of  Health# 

STATISTICS: 


AREi^i : 

POPULATIONS 
INHi^ITED  HOUSES: 
RATEABLE  Vi. LUES 


45,138  acres# 
12,200 
3.898 
65,888 


Births 


Sum  represented  by  a  Penny  Rate;  £283# 

M.  Po  TDtal, 


Total : 

Legitimate: 

Illegitimate! 


10« 

94 

12 
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21 


Stillbirths  « 


Total : 

Legitimate: 

Illegitimate 


4 

3 
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2 

2 
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6 

5 
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Live  Birth  Rates  per  1,000  Civilian  Populations  17.0 

Ra.te,  England  and  Wales:  16 #1 


Stillbirths :  per  1,000  Civilian  Population:  0.49 

Rato,  England  and  Vi/aless  0*46 

Rato  per  1,000  Live  and  St illbirths:17#5 
Dgaths :  M.  P. 

All  Causes:  75  70 

Death  Rates  per  1,000  Civilian  Populations  14.7 

Rate,  England  and  Wales:  11.4# 
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CcLuses  of  Death: 

Heart  Dis  ©  G.  so  «  .  O 

Cancer  •  •  • .  • 

Cerebral  Haemorrhage 
Bronchitis  « . 

Pneumonia  (all  forms ) 
Pulmonary  Tuberculosis 
Non-pulmonary  Tuberculosis 
Other  Respiratory  Disoa.ses 
Nephritis  , . 

Diabetes  o  o 

Ulcer  of  Stomach  and  Duodenum 

i:*ppendicitis  r. 
fill  other  causes 
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that  of  En 

■: 

gland 

and 

Wale 

are  practically  similar  to  the  rates  in  1944 


Deaths  from  Measles  and  Vfhooping  Coughs  NIL. 

Deaths  from  Diarrhoea  (Under  Tv^/o  Years  of  AgeJj  NILo 


Infantile  Pbrtalitys  M.  P. 


Deaths  of  infants  under  one  year  of  ages  1  1 

Legitima.tes  1  1 

Illegitimates  0  0 

Death  Rato  per  1^000  Live  Births  of  Infants s 

Under  one  ye.ar  of  ages  9.66 

Rate,  England  &  V\faloss  46«0 


The  Infantile  %rtality  rate  is  probably  the  best 
index  of  the  health  of  a  cornaunitys  ii^  this  respect  the 
rate  for  this  District  in  1945  is  notev/orthy*  The 
corresponding  rate  in  1944  v\^a>.s  25 #51,  and  the  rate  for 
England  and  Wales  46«Oo 
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NOTIFI/aBLS  DISK<SES  (other  than  TUBERCULOSIS). 
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The  ^.cting  Medical  Officer  of  Health  referred  to 
the  various  notifiable  diseases  in  1945  at  the  monthly 
Council  meetings,  and  as  I  was  absent  during  the  whole  of 
that  year  I  do  not  propose  to  comment  further  on  the  subject. 

DIPHTHERIii  IMMUNISATION^ 

The  following  received  a  full  course  of  Immunisation 
during  the  year. 

(1)  Children  0-5  years:  188 

(2)  Children  5-15  years;  6 

The  percentage  of  children  protected  is  approximately 
75  in  each  age  group,  (1)  and  (2). 

SCABIES;  Facilities  for  treatment  v^ere  ava.ilablo  as  hitherto. 
TUBERCULOSIS; 


Now  Cases 

Deaths  ! 

Pulmonary 

Non-pulmo  nary 

Pulmonary 

Non-pulmo  nary  . 

Age, 

M 

F 

M 

F 

M 

F 

M 

F 

0-1 

1-5 

2 

5-15 

1 

1 

15-25 

2 

1 

1 

25-35 

1 

1 

1 

1 

35-45 

1 

1 

1 

1 

45-55 

55-65 

1 

1 

1 

65+^ 

Total 

5 

3 

6 

'  1 

1  2 

- -1 

1 

1 

Cases  on  Register  at  end  of  year;  M»  F .  Total . 


Pulmonary;  16  12  28 

Non- Pulmonary;  15  15  30 
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iliJxLii'j.'  ul''  TfJE  SAWTTxJtY  'XNSi-;aCTOR  ON  WATER  SUPPLIES. 


(i)  Six  parishes  in  the  District  are  supplied  v^^holly^  or  in 
part,  with  water  from  publicly  owned  mains.  The  "New 
Village”,  Branthsjn,  and  the  Royal  Hospital  School, 

Holbrook,  are  supplied  with  water  from  the  chalk 
distributed  in  mains  not  publicly  owned.  Apart  from 
a  number  of  farms  and  private  houses  having  their  own 
sources  of  supply,  from  borewells  into  the  underlying 
chalk,  properties  are  supplied  from  sha.llow  wells  and 
springs  varying  from  100  ft.  to  10  ft.  deep,  which  draw 
water  from  the  sand  and  gravel  beds  overlying  the 
London  Clay.  Many  of  those  shallow  well  wwaters  give 
an  unsatisfactory  analysis  by  reason  of  their  construction 
Not  a  few  of  the  older  wells  are  becoming  unsafe,  the 
wooden  vats  at  the  bottom  having  become  rotten  and  ceasing 
to  support  the  brick  walls  of  the  well. 

In  Stratford  St.  Mary  and  parts  of  East  Dergholt,  the  first 
impervious  layer  is  close  to  the  surface  and  the  wells 
arc  shallow.  The  water  has  very  little  natural 
filtration  and  the  laboratory  tests  invariably  show 
pollution.  These  wells  become  dry  quickly  in  a  season 
of  little  rainfall. 

During  the  year  consent  has -been  obtained  to  extend  the 
Public  Supply  to  Pla.tford  and  this  will  give  mains  water 
to  a  district  from  which  reports  of  shortage  have  been 
received  annually.  The  work  will  be  coimuencod  shortly. 

(ii)  Periodical  examinations  have  been  made  of  the  public  suppli 


No .  Date  of 
'S^ple  o 


Ana-lysts  Comment . 


SPROUGHTON  1.  3.5.45.  Bacteriological  findings 

-  satisfactory. 

2.  30.7.45.  Bacteriological  findings 

-  highly  satisfactory. 

3.  22.10^5.  (Presumptive  Coliform  Count 

(  w  35  per  100  cc . 

(Faecal  coli  NOT  PRESENT. 
(Plate  Count  s~ 

(  2  days  @  37  C  «  Nil  per  cc. 
(  3  days  @  Room  Temperature 

(  =  6  per  cc  . 


IP  q  m 

BERGHOLT 


1.  10.5 o45o  Bacteridogical  findings 

-  very  satisfactory. 

2.  30.7.45.  Bacteriological  findings 

-  highly  satisfactory. 

3.  22J.0.45.  (Presumptive  coliform  count 

(  «  Nil  per  100  cc  • 

(Plate  count s- 
(  2  days  @  37  C  =  3  por  cc . 
(  3  days  ©Room  Temperature 

2  por  cc  . 
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(ii)  (Continued)  o 

No. 


R4ND0N  1. 


Date  of 

EmpXeT 

3.5.45. 


2.  30.7.45. 


3.  22J.0.45o 


CATTAWitDE  1.  3.5.45. 


2.  30.7.45. 


3.  22.10.45. 


Analysis  Coirmient. 

Bacteriological  findings 
-  Satisfactory. 

This  water  is  moderately  con¬ 
taminated.  It  would  be 
advisable  to  chlorinate  this 
supply  if  the  number  of 
consumers  is  large. 

The  coliform  count  on  this  sampl.e 
is  rather  high  for  a  Public 
Supply. 

Bacteriological  findings  -  very 
satisfactory. 

This  water  may  be  regarded  as 
satisfactory.  The  presence  of 
coliform  organisms  of  faecal 
origin  indicates  that  the  supply 
should  be  kept  under  supervision^ 

Presumptive  Coliform  Count 
:  25  per 1100  cc • 

Faecal  coli  NOT  PRESENT. 

Plate  Count 

2  days  @  37  C  =  Nil  per  cc. 

3  days  @  Room  temperature 

s€  0  per  c c . 


The  piped  supplies  to  Chelmondiston  and  Sho-tley  are  from 
Ipswich  County  Borough  Council  and  are  analysed  by  that 
Authority.  None  of  the  supplies  has  been  analysed 
chemically, 

(iii)  There  has  been  no  evidence  of  plumbo-solvency . 

(iv)  The  Public  Supply  at  Raydon  is  unsatisfactory.  The  area 
where  the  springs  rise  cannot  be  protected  adequately 
from  pollution  by  wild  animals  and  birds.  The  pumping 
arrangements  do  not  lend  themselves  to  automatic 
chlorination.  The  supply  serves  only  a  fov;  properties 
in  the  Street  and  will  be  superseded  as  soon  as  possible. 


Shallow  wolls  have  been  proved  to  be  yielding  unsatisfactory 
water  from  the  qualitative  standpoint  and  the  owners  have 
been  instructed  how  to  treat  the  water  and  subsequently 
how  to  improve  its  purity, 

(v)  The  percentage  of  houses  supplied  from  public  mains  was  s- 
(a)  Direct  to  house  -  12.3.  (b)  By  standpipe  -  1,8. 

The  percentage  of  population  so  supplied  is  approximately 
the  same  as  (a)  and  (b). 

E.  W. 

5^  C.  Medical  Officer  of  Health. 
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